Susan (née Davies) Stevens

Born 27 January 1836, London
Father Thomas Davies, Tailor, 2 Dukes Lane, Kensington, Middlesex; born 1791, Islington
Mother Mary Hicks [probably]; born 1797, Islington
Migrated to Australia Jan 1861 (age 25)
Married 30 January 1862 (stated age 25, actual age 26), Belfast Island (Port Fairy)
Died 25 Aug 1911, Colac East, Victoria

Death notice, Colac newspaper:
Notice. Death of Mrs Stevens. Throughout the district, much regret will be felt at the death of Mrs Stevens, widow of the late Mr Wm Stevens, which took place yesterday afternoon at her residence, Colac East, after an illness exeending over some mohths. The deceased lady, who was 74 years of age, was born in England, and came to this State over 50 years ago. After she was married she resided with her husband successively at Port Fairy, Warrnambool, Wilson’s Promontory, Cape Schanck, and Cape Otway, at which places Mr Stevens had charge of the lighthouses. About 23 years ago the late Mr and Mrs Stevens came to reside here. The former died 16 years ago [1895]. The family consists of two boys and two girls,* for whom much sympathy is felt.”

*Rubie wrote: “No mention about Aunty Emily. I don’t know when she died. ... [14 Jan 1896]

“Grand Ma came out on the clipper Lightning I believe.* Was the Lightning burnt in later years? A lot of things were displayed in the shops in Geelong a few years ago. The divers got them. A clipper sank not far our from the wharf at Geelong and I don’t know which was the Lightning. ...
“Do you recall that Grand Ma has marks on her face? It was the “gun powder?” from a rocket. It was put on the fire with other wood. No one knew is was still alive? or active? I don’t know hoe to explain. You will know of course.”

[*No one arrived on the Lightning in 1861. The ship was likely the Shackamaxon.]
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